UNITED ST ATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NUMBER: 

M0 11 064 

VIOLATOR: 
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Tina Carr 
Customer#: 6708 
Certificate #: 43-A-5672 

ADDRESS^ Street. City, " 'State ’ ~ZIP~ocie ] : 


5972 CO Road 419 
Hannibal, MO 63401 


The U.sT Department of Agriculture has evidence that on or about June 6, 2011, FebruaryJJ. 
2011. January 10. 2011 and Septembers. 2010 , you or your organization committed the 
following violation(s) of Federal Regulations 9 CFR, Section: 


2.40 (b)(2) Attending Veterinarian and Adequate Veterinary Care... repeated failure to provide 
adequate veterinary care that uses the appropriate methods to prevent, control, diagnose, and treat 
diseases and injuries. 

3.1(c)(2) Housing Facilities, General... repeated failure to maintain surraces so they can be readily 
cleaned and sanitized. 

3.1 (c)(3) Housing Facilities, General... repeated failure to spot-clean daily and sanitize once every two 
weeks. 

3.1(f) Housing Facilities, Drainage and Waste Disposal... DIRECT... :ailure to provide for regular 
and frequent collection removal, and disposal of animal and food wastes, bedding debris, garbage, 
water, and other fluids and wastes, and dead animals, in a manner that minimizes contamination and 
disease risk. Facilities must be equipped with disposal facilities and drainage systems that are 
constructed and operated so that animal waste are rapidly eliminated and animals stay dry. 

3.4(b)(4) Outdoor Housing Facilities... DIRECT... repeated failure to provide clean, dry bedding 
material when the ambient temperature is below 50 degrees Fahrenheit and additional clean, dry 
bedding when the temperature is 35 degrees Fahrenheit or lower. 

3.6(c)(1 )(iii) Primary Enclosures... repeated failure to provide sufficient space to meet the minimum 
requirements so that the interior of a primary enclosure is at least 6 inches higher than the head of the 
tallest dog in the enclosure when it is in a normal standing position. 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and 
help prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and 
costly impacts that are detrimental to the public interest, APHIS is providing you with an Official Warning for the violet on(s) 
described above. Any further violation of these federal regulations may result in the assessment of a civil penalty, comma 
prosecution, or other sanctions. If you have any questions concerning this Official Warning or violation(s), please contdc l the 
APHIS official listed in this notice. 


APHIS OFFICIAL (Name): 

Chester Gipson, DVM 



"APHIS OFFICIAL (Title): 

Deputy Administrator 


"OFFICE ADDRESS: 

4700 River Rd., Suite 6D03 
Riverdale, MD 20737 
TdateJssuedI 
January 1 1 , 2012 


TELEPHONE NUMBER: 

(301) 734-4980 


| Certified Mail Receipt #: 7011 0110 0001 6 115 6579 
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